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PRESTON S. ARKWRIGHT, president of Georgia Power Co., who expressed confidence 
in the continued industrial development of the Macon area this week by starting 
work on the 4,000,000 steam-electric station to house the new 35,000-kw. unit 


WHY TOMORROW WILL BE BETTER THAN TODAY 


ETTER transformers . 


tors .... better switchgear, cable, and 


... better regula- 


meters—all because the engineer is applying 
today’s knowledge to the never-ending task of 


meeti ng tomorrow’s needs. 


Under his hand take shape the power plant 
and the substation of the future. The cost of 
generation, transmission, and distribution will 
thus continue downward. And your services 
will be that much nearer to your ideal of 
supplying all the kilowatt-hours desired to all 
those who desire them, and at the least 


possible cost. 


GENERAL | 


Filing No. 170 


How is this progress made possible? Through 
the everyday purchases that you make from 
those manufacturers who have the experience, 
the facilities, and the vision so essential in 


this work. 


You may therefore find satisfaction in this 
thought: “Many of my present-day savings 

efficiencies and economies—were made possible 
by my purchases of G-E apparatus only a few 
years ago. Today, in the same way, future re- 
ductions in my operating costs and ever greater 
reliability of service are an integral part of 


every purchase I make from General Electric.” 
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Georgia Power to Build 


$4,000,000 Steam Plant 


President Arkwright says building of new station is largest single con- 
struction activity undertaken by company in the past ten years — 
Cites rapid load growth and settlement of TVA controversy 


Building of the new $4,000,000 steam- 
electric generating plant at Macon is 
the largest single construction activity 
undertaken by the Georgia Power Co. 
in the past ten years and is considered 
a most important step, not only in the 
development of the utility but in the 
advancement of Central and South 
Georgia as well, by Preston S. Ark- 
wright, president. 

The company has placed an order 
with Westinghouse Electric & Manu- 
facturing Co. for the new 35,000-kw. 
turbo-generator. Orders for the boiler 
and other equipment are expected to be 
let in the near future. 


Growth in Load 


Mr. Arkwright stated that the need 
for an additional generating plant in 
Georgia has been evident for some time, 
particularly during the past few weeks, 
when load on the company’s system has 
soared to all-time high levels. The rap- 
idly growing power requirements in the 
area have increased from 190,000,000 
kw.-hr. in 1930 to 400,000,000 kw.-hr. 
in 1939. It is expected by 1942 power 
demands will be 20 per cent larger 
than at present. 

The decision to go ahead and build 
the plant now, Mr. Arkwright said, was 
influenced by the change in relation- 
ships between the TVA and the pri- 
vate utilities in the Southeast. “As long 
as we faced the threat of competition 
from the federal agency, against which 
no private enterprise could survive,” 


he declared, “it was impossible to raise 
additional capital.”” However, the re- 
cent settlement of the TVA question 
and the sale of the Tennessee Electric 
Power properties and the action of 
Congress in placing limitations on TVA 
activities, “have to a considerable ex- 
tent removed this threat and we are 
going ahead with developments for pres- 
ent and future needs,” Mr. Arkwright 
said. 

Before deciding on the new Macon 
plant, the company considered several 
alternatives. One was to increase the 
size of the Atkinson steam-electric plant 
near Atlanta and another was the com- 
pletion of the Furman Shoals hydro- 
electric plant on the Oconee River near 
Milledgeville, construction of which was 
halted in 1931 by the depression. 

It is estimated that the new Macon 
plant will be ready for operation in 
1941. It is estimated that about $1,000-, 
000 of the total cost will be paid to 
local labor. Preference will be given to 
Georgia material in building the plant. 


Can Add Units 


Although only one 35,000-kw. unit is 
to be installed at present, space has 
been provided for two additional similar 
generating units of equal size. The 
plant will be even more modern than 
the Atkinson plant and will have in- 
stalled the largest boiler in a power 
plant in the South, equivalent in height 
to a ten-story office building. The boiler 
will have a capacity of 400,000 lb. per 
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hour, steam pressure of 950 lb. and 
temperature 850 deg. F. Cooling water 
will be taken from the Ocmulgee River 
at the rate of 55,000 gallons per minute. 

Equipped for the use interchangeably 
of coal, natural gas or oil, the plant 
when operating at full capacity will 
burn 480 tons of coal or 15,000,000 
cu.ft. of gas every 24 hours. A supply 
of 100,000 tons of coal will be main- 
tained at the plant at all times. 

The Macon area at present receives 
its power supply through the inter- 
connected transmission system of 
Georgia Power and from the 25,000- 
hp. Lloyd Shoals hydro-electric plant 
at Jackson Lake. 


Simpson Sees Growth 
for Chicago Utility 


In an open letter to customers, stock- 
holders and employees published in 
New York and Chicago papers last 
week in the form of a full-page adver- 
tisement, James Simpson, chairman 
Commonwealth Edison Co., stated that 
his company was “ready for tomorrow.” 
He pointed out that today the unified 
system electric generating capacity of 
the company and its affiliates is 1,837,- 
000 kw., which represents a 31 per 
cent reserve over last winter’s peak 
of 1,405,000 kw. This condition com- 
pares with the position of the Common- 
wealth Edison Co. at the end of 1914, 
when the generating capacity in Chi- 
cago was 347,000 kw. and its reserve 
only 13 per cent. 

Construction work in progress, Mr. 
Simpson stated, will provide an addi- 
tional 220,000 kw. within the next two 
years, making available a total capacity 
of 2,057,000 kw., which, based on last 
winter’s load, would provide a reserve 
of 46 per cent, sufficient to provide not 
only for normal growth but for any 
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G. E. DAY AT FAIR—President Gerard Swope, president of General Electric Co., 
addressing employees last Saturday at the New York World’s Fair during General 
Electric Day. More than 30,000 employees and their families attended. 


extraordinary increase in power re- 
quirements. 

Recent completion of the compre- 
hensive financial program announced 
early in 1937 has materially simplified 
and strengthened the capitalization of 
the Commonwealth Edison Company 
and its subsidiaries, Mr. Simpson de- 
clared. Mortgaged debt has been re- 
funded on a basis that gives the bene- 
fits of low money costs, there are no 
early bond maturities, all preferred 
stocks have been eliminated. Convertible 
debentures, he said, are now being 
transferred to equity ownership. 

In the matter of earnings, Mr. Simp- 
son predicted that for 1939 they would 
be $24,480,000, as compared with $19,- 
897,462 in 1938. 


Neshonoc Light & Power 
Starts Plant Improvemets 


Neshonoc Light & Power Co., West 
Salem, Wis., is making extensive im- 


provements to its plant. The company 
states that the new work will cost 
$59,910, exclusive of cost of extra land 
to be purchased at approximately 
$12,000. 

Susan Swarthout, secretary, stated 
that the new work consists of a com- 
plete new flume, a new Leffel water 
wheel, 43% in. LL; and a 156-kva. 
Electric Machinery Manufacturing Co. 
generator. The dam is to be raised 
five feet. 

The company’s power load has in- 
creased 40 per cent in the last four 
years and will exceed the expected 10 
per cent growth this year. 
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Urges Greater Effort 
on Adequate Wiring 


The electrical industry was urged to 
exert greater effort in extending ade- 
quate wiring, by Harry Restofski, sales 
promotion manager of West Penn 
Power Co., at the recent Middle Atlan- 
tic Regional Adequate Wiring Confer- 
ence at Pittsburgh. 

Mr. Restofski stated that the “prob- 
lem” of inadequate wiring is critical 
now, but it will be much more so in the 
future.” He pointed out that the indus- 
try will sell “a billion dollars worth of 
appliances and equipment this year 
and we must make it possible to serve 
all this equipment.” 

More than 60 industry leaders gath- 
ered at the two-day conference for dis- 
cussions of problems of residential ade- 
quate wiring promotion. George A. 
Gardner, sales promotion manager of 
Duquesne Light Co., was co-chairman 
of the meeting with Mr. Restofski. 


Allows New Electric Line 


Niagara, Lockport & Ontario Power 
Co. has been authorized by the New 
York Public Service Commission to 
construct an electric transmission line 
from the Hydraulic Race Co. plant to 
the Hinman substation on the outskirts 
of the city of Lockport and to exer- 
cise a franchise granted by the Com- 
mon Council of Lockport to construct 
the transmission line through the city 
streets by means of underground cables 
and conduits, except in the crossing of 
a bridge. 
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G. E. Employees Attend 
Celebration at Fair 


Approximately 30,000 G.E. em- 
ployees and their families visited the 
New York World’s Fair last Saturday 
for “General Electric Day,” making 
the largest industrial group to see the 
fair from outside the metropolitan area 
as well as the largest meeting ever 
held of General Electric workers. 
Delegations came from as far as Fort 
Wayne, Ind., and Erie, Pa. 

Gerard Swope, president, told the 
employees that G.E. would “go right 
along” with the fair in 1940. He said 
that the business outlook is good. 

Approximately 7,000,000 people have 
visited the G.E. exhibit. Mr. Swope 
said that only minor changes would 
be made in the exhibit for next year. 

“General Electric Day” was held at 
the Golden Gate International Exposi- 
tion in San Francisco on the same day 
and Mr. Swope exchanged greetings 
with Charles E. Wilson, executive vice- 
president, who took part in the San 
Francisco program. 


Consumers Power Strikers 
Accept Grievance Plan 


Striking employees of Consumers 
Power Co. in Bay City, Saginaw, Flint, 
Lansing, Pontiac and Alpena areas 
went back to work last week as the 
CIO Utility Workers’ Organizing Com- 
mittee accepted the grievance plan put 
forth by the utility. The AFL union 
has the plan under consideration. 
Agreement is for handling employee 
complaints pending selection of a ma- 
jority bargaining representative. 

The United States Supreme Court 
this week granted the NLRB a review 
of the case involving the type of ballot 
used in a Consumers Power employee 
election and a jurisdictional dispute 


between AFL and CIO. 


Utility Tax Levy Cut 


County Commissioners, sitting as 4 
tax equalization board, have reduced 
the disputed 1939 personal property 
tax assessment against the lines and 
equipment of the Tampa Electric Co. 
from $930,500 to $808,500. The com- 
pany contended the assessment should 
not be higher than $700,000. 


Opens Lamp Campaign 


Potomac’ Edison has inaugurated 
another I.E.S. lamp campaign with 4 
prize of a two-day trip to New York 
for those selling 20 lamps between 
October 1 and November 15. 
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Urges Industry Promote 
Turbine Standardization 


Commonwealth Edison executive says such a move would lower costs 
and permit utilities to lower rates — Warns against aver-ex- 
pending for system plant — Sees rise in carrying charges 


In warning the utility industry to 
guard against over-expending for sys- 
tem plant and equipment, John F. Gil- 
christ, vice-president of Chicago’s Com- 
monwealth Edison Co., told the Illinois 
Public Utility Association last week in 
Springfield that carrying charges in re- 
cent years have increased out of pro- 
portion to increases in system capacity. 

Speaking before more than 600 rep- 
resentatives of Illinois utilities, both 
electric and gas, Mr. Gilchrist stated 
that to reverse this trend to higher car- 
rying charges the industry should avoid 
complexity in system construction and 
make concerted efforts in the direction 
of standardization. 


Standardize Turbines 


The standardization of turbine de- 
sign, he said, would tend to make reli- 
able machines available to the indus- 
try at lower cost. Low costs resulting 
from standardization would permit the 
industry better to meet competition and 
reduce rates, he said. The tendency 
to specify changes in the manufac- 
turers’ standard turbine designs was 
increasing the cost of this equipment. 

Glenn B. Warren, chief turbine de- 
signer General Electric Company, in 
discussing trends in high-pressure steam 
power plant design, at the same ses- 
sion, suggested that if utilities could 
forecast their capacity requirements 
somewhat in advance of their actual 
need it would help greatly in obtain- 
ing low cost objectives. He emphasized 
the point brought out by Mr. Gilchrist 





that special demands of turbine users 
contributed to high equipment cost. 
However, he stated that standardization 
would have been a mistake at any time 
in the past and may be now. 

Urging the need for continued em- 
phasis on the principles of better light- 
better sight, H. F. Barnes, General 
Electric, Nela Park, declared that the 
industry today is just beginning to 
secure public acceptance of higher 
standards of home lighting. He warned 
against allowing familiarity with the 
better light-better sight theme to deter 
the industry from continued emphasis 
of its principles. 

Dr. Matthew Luckiesh, director of the 
Nela Park lighting research laboratory 
of General Electric, stated that lighting 
today is in its adolescence, with its 
greatest growth due in the near future. 

Henry J. Morton, Detroit Edison, in 
discussing aspects of adequate wiring, 
explained the nature and significance 
of the so-called E.E.I. proposals for 
revision of the National Electrical Code. 
He urged local community promotion of 
the proposals as an aid to expediting 
acceptance. He expressed the belief that 
the whole business of selling wiring is 
in reverse and stressed the importance 
of promoting low-cost wiring as a step 
to overcome it. 

Among other speakers on the pro- 
gram were L. A. Ferguson, Jr., Com- 
monwealth Edison, who discussed a sys- 
tem for controlling complaints by an- 
alysis of causes and frequency, C. W. 
Leihy, editor of Electric Light and 





E. F. Kelly, LP.U.A. head 


Power, who discussed the future pros- 
pects of the industry, and F. X. Met- 
tenet, Peoples Gas Light & Coke, who 
discussed selective advertising. 


Predicts New Light Use 


Huge sports stadia of the future in 
which major league baseball teams will 
play under roofs and with indirect light 
seem likely, in the opinion of Robert 
J. Swackhamer, General Electric 
engineer. 


Co-op Wins Decision 


Arkansas Utilities Commission has 
rescinded an order giving the West 
Memphis Power & Water Co. authority 
to serve Calhoun County. The commis- 
sion announced after an all-day hear- 
ing that the Ouachita Valley Electric 
Co-operative Corp. will be granted a 
permit to operate in the contested area. 





ASSOCIATION MEETING—Illinois utility executives attending the meeting in Springfield last week. L. to r.—president Edward J. 
Doyle and vice-president John F. Gilchrist, Commonwealth Edison: Henry A. Converse, Central Illinois Light: L. A. Magraw. presi- 
dent of Central Illinois Public Service, and R. S. Wallace, president of Central Illinois Light 


ELECTRICAL WORLD ¢ October 14, 1939 


(1095) 5 





eS 
Se ee ea 


Cel 
ed aoe) 


METER JUBILEE—The twenty-millionth G.E. watt-hour meter off the Lynn production line was presented to Alex Dow, president of 
Detroit Edison Co., last week as General Electric celebrated fifty years of meter manufacturing. L. to r.: James A. Cook, president 


of Lynn Chamber of Commerce, presents tablet to West Lynn Works, and W. R. Burrows, G.E. vice-president. 


Albert L. Rohrer, 


retired G.E. executive and engineer: Mrs Elihu Thomson and Gov. Saltonstall of Massachusetts (extreme right) listen to Mr. Dow’s 
remarks after receiving the 20,000,000th meter. 


G. E. Marks Jubilee 
of Watt-Hour Meter 


Fifty years of successful watt-hour 
meter manufacturing by General Elec- 
tric Co. were climaxed last week at 
Lynn and Swampscott, Mass., by a 
civic celebration and banquet. 

From Detroit came Alex Dow, presi- 
dent Detroit Edison and original meter 
committee chairman of long ago, to 
receive G.E.’s_ twenty-millionth meter 
at the hands of Frank G. Vaughen, man- 
ager of meter sales. This instrument 
came off the assembly line in time to 
serve as the crowning symbol of a 
huge parade in which some 3,000 em- 
ployees of the meter plant in West 
Lynn participated, together with civic, 
military and fraternal groups, which 
attracted 25,000 people into the munici- 
pal stadium for a spectacular display 
of electrical and military defensive in- 
terest. 

Seven hundred persons at the golden 
jubilee dinner of the company in the 
New Ocean House enjoyed reminis- 
cences of early electrical days by Al- 
bert L. Rohrer, retired G.E. executive 
and engineer, and by Mr. Dow. 

The Lynn Chamber of Commerce 
presented a commemorative tablet to 
the West Lynn Works and sponsored 
the program, its president, James A. 
Cook, general manager Lynn Gas & 
Electric, being toastmaster. Governor 
Saltonstall of Massachusetts paid warm 
tribute to the constructive influence of 
G.E. in American industry and made 
a vigorous plea for sound government 
through the entire gamut of public ad- 
ministration. Mayor J. Fred Manning 
of Lynn commended the company’s 
long service employee record, more 
than 1,400 men and women having 
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served at the Lynn Works for between 
25 and 50 years. 

Owen D. Young, chairman of the 
G.E. board, reviewed his association 
as a young lawyer and executive with 
the company’s late outstanding leaders, 
Charles A. Coffin, E. W. Rice, Jr., and 
Prof. Elihu Thomson, creator of the 
G.E. watt-hour meter. 

Mr. Young contrasted the problems 
of corporations a_ half-century ago 
with today’s administrative issues, with 
their far-reaching economic weight and 
close concern with governmental poli- 
cies and regulation. He stressed the 
continually enlarging area of advancing 
science, with its implications for human 
progress, and rejoiced that “no gov- 
ernment here has as yet put its dis- 
couraging hand on the quest for scien- 
tific development for the 
men.” 


service of 


Buford-Trenton Project 
Gets Executive Approval 


The first of the Northern Great Plains 
“relief” irrigation projects—the Bu- 
ford-Trenton project in North Dakota 
—has received Presidential approval, 
Harold L. Ickes, Secretary of the De- 
partment of the Interior, has announced. 
The project will cost $1,500,000. 

Bureau of Reclamation irrigation 
projects are ordinarily constructed un- 
der a 40-year plan of repayment by the 
water users. On the Buford-Trenton 
project, however, John C. Page, Com- 
missioner of the Bureau of Reclama- 
tion, had estimated that the water users 
would be able to repay about $630,000 
of the total $1,500,000 cost, plus the 
annual cost for electrical energy, other 
operation and maintenance and any 
land development charges. 
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Alabama Cost Data 
Hearings Ordered 


The Federal Power Commission has 
ordered that three public hearings be 
held at different dates in November on 
matters concerning the actual original 
legitimate cost of three licensed proj- 
ects of the Alabama Power Co. 

The first of these hearings on Novem- 
ber 6, which concerns Mitchell Dam, 
will be for the purpose of affording the 
licensee, Alabama Power Co., further 
opportunity to introduce evidence on 
the matters which were remanded by 
the United States Court of Appeals for 
the District of Columbia to the com- 
mission for further consideration in the 
decision by the court, September, 1937. 

Another hearing will be held on 
November 9 on matters involved in the 
determination of the actual legitimate 
original cost of the initial Martin Dam 
project and on November 20 still an- 
other hearing will be held on the mat- 
ters now in issue involved in the deter- 
mination of the actual legitimate orig- 
inal cost of the initial Jordan Dam. 


Adds Power Supply 


Beginning November 1, the Ontario 
Government will take the full 260,000 
hp. of 25-cycle current provided under 
the contract with Gatineau Power Co. 
This involves the transfer of 60,000 
hp. to contract demand from immediate 
standby and general reserve. Gatineau 
will receive the full $12.50 per horse- 
power on 33,000 hp. of immediate 
standby, for which $10 was formerly 
paid, and $12.50 for 27,000 hp. of 
general reserve on which $1.75 was 
received. 
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Electric Cooking Drive 
Gets New Participation 


More utilities and equipment manufacturers join in comprehensive 
program of commercial electric cooking sales — Council meeting 
in Chicago draws large crowd to discuss customers’ problems 


A comprehensive and _ continuing 
program of commercial electric cook- 
ing sales and promotion by utility com- 
panies and equipment manufacturers 
was announced last week by Philip M. 
Alden, chairman of the Commercial 
Electric Cooking Council, at the third 
annual conference held at Hotel 
Knickerbocker, Chicago. 

Manufacturers report that more utili- 
ties are joining the campaign, the 
chairman stated. Utility entries in the 
1939 prize contest for commercial cook- 
ing campaigns now total over seventy, 
new customer material utilizing Reddy 
Kilowatt is under consideration and the 
chairman bespoke co-operation of all in 
carrying forward the series of commer- 
cial features being published in 
ELectricaAL Wor.p. 


Dual Program 


In a crowded all-day program, 100- 
odd utility and manufacturers’ repre- 
sentatives listened to a two-purpose 
program designed to explore the cus- 
tomers’ problems and the market po- 
tentials and to present tested utility 
campaigns which yielded unvsual re- 
sults. 

W. C. Conley of Potomac Edison 
described a straight utility selling pro- 
gram in characteristically rural terri- 
tory which is currently adding 34 kw. 
per year per food service establish- 
ment. The use of domesiic salesmen 
and home economists to “bird dog” for 
the six commercial salesmen, demon- 
stration trailers, commercial shows, 
trade-in of obsolete customer equip- 
ment, avoidance of mortality and load 
balance for individual customers are 
among the means used to build in- 
creasing commercial revenue. 

Walter Kant of Wisconsin Power 
presented an eleven-point operating 
program followed by his company to 
build commercial revenue over dealer 
inertia. The company confines its sales 
to repossessed equipment, but builds 
up “dealers’ sales” by a finance plan, 
company demonstrations, by selections 
of brands and types, by supplementing 
factory guarantees, stocking loan equip- 
ment and by 24-hour maintenance 
service, 

S. L. Cipperly of Southern California 
Edison showed methods of selling 6,000 
kw. of commercial cooking per year 
with eleven men. The 1.000-kw. Holly- 
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wood Turf Club installation was one of 
seventeen displays depicting the com- 
pany’s sales and promotion. Using the 
deep fat fryer as an entering wedge, 
Mr. Cipperly reported 93 per cent of 
demonstrations resulted in sales. 

Tom Scully of Philadelphia Electric 
showed how special campaigns coupled 
with year-round effort put 1,111 kw. on 
the company’s lines in 1937, 3,025 kw. 
in 1938 and 2,386 kw. in the first eight 
months of 1939. Be a consultant acting 
in behalf of the customer rather than a 
power salesman, Gordon B. Koch of 
Kansas City Power & Light reminded 
the group in a review of the funda- 
mentals of commercial cooking selling. 

No utility man can hope to convince 
the customer without knowledge of the 
customers’ business, he said, adding 
that for sales results talk in terms 
of profit to the customer. 

Servicing problems of commercial 
cooking equipment came to the fore on 
numerous occasions, Mr. Koch advanc- 
ing the idea that budgets include an 
appropriation for such servicing so as 


to hold the load on the lines. Morris 
Miner of Griswold asked for 24-hour 
servicing by utilities and H. M. Black- 
burn of Potomac Electric Power sug- 
gested a utility-manufacturer coalition 
to offset the limitations of local elec- 
tricians. 

The general program was balanced 
by speakers representing the restaurant, 
drug store, fountain, club and institu- 
tional field and who discussed the 
market peculiarities and possibilities 
of 160,000 restaurants and 100,000 
hotels, clubs and institutions which are 
users of or prospects for commercial 
electric cooking equipment. 


Narragansett Electric Co. 
Installs Transformer 


Narragansett Electric Co. recently 
rolled into place a huge 150-ton West- 
inghouse transformer at its Manches- 
ter Street station at Providence, R. I. 
It is the largest transformer east of 
Boulder Dam and is rated at 45,000 
kva., stepping down from 115 kv. to 
4,869 volts, and using 8,000 gal. of 
oil for both insulating and cooling. 

The new transformer will serve as 
a link in the new line between Woon- 
socket and Manchester Street, either 
serving the field between Worcester 
and Boston or bringing into Providence 
current from the hydro-electric plants 
of the New England system through 
Franklin, Mass. 
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ELECTRIC COOKERY COUNCIL—A group of commercial power representatives at the 
Edison-Hotpoint exhibit at the Council meeting in Chicago last week. L. to r.—Bert 
Atwood, Public Service Co. of Northern Illinois; H. M. Blackburn, Potomac Electric 
Power: L. R. Cole, West Penn Power: Miss Jean MacDougall, Edison-Hotpoint home 
economist: J. M. Welch, Edison G. E. Appliance; H. M. Kemmer, Appalachian Electric 
Power: Gus Waters, Buffalo, Niagara & Eastern Power: Shelley S. Sansbury, Union 
Electric Power: Fred Holz, E.E.I., and Frank Richards, Consumers Power 
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SIGNS POWER PACT—Long negotiations between Nebraska Power and officials of 
the Loup River Public Power District ended with the signing of an interchange 


agreement by J. E. Davidson, utility president. 


Witnessing the ceremony last week 


were, 1. to r.: Phil Hockenberger, Loup vice-president: D. J. DeBoer, chief electrical 
engineer for Loup: Edward J. Kelly, PWA counsel: K. Sewell Wingfield, chief project 
engineer; Roy Page, Nebraska Power vice-president and general manager; and Thomas 
Hanley, Nebraska Power assistant treasurer. 


$5,000,000 Allotted 
to North Carolina 


Announcement has been made by the 
Rural Electrification Administration 
that North Carolina had 59,580 electri- 
fied farms on June 30, 1939—slightly 
less than 19 per cent of all the farms 
in the State—as compared with 32,000 
in 1937 and 11,500 in 1935. 

REA allotments in North Carolina 
have totaled $5,099,350 for 21 proj- 
ects—17 co-operatives, three private 
utilities and one municipality, the state- 
ment said. Of these funds $4,875,450 
were used for construction of lines, 
$198,000 allotted as loans to projects 
to be relent to members to finance 
wiring and plumbing and $25,000 for 
one generating plant. 

Approximately 70 per cent of the 
REA-financed electrified farms have 
installed radios and about 60 per cent 
have electric irons. Approximately 25 
per cent have electric refrigerators and 
10 per cent washing machines, the 
report stated. 


Supreme Court Dismisses 
Case on PWA Loan Issue 


The United States Supreme Court 
this week dismissed the case brought 
by Southwestern Gas & Electric Co. to 
raise the issue of competition of pub- 
licly owned power plants in areas be- 
ing served by a private system which 
holds a long term franchise. 

The case arose when Texarkana, 
Texas, sought to use a PWA loan and 
grant to construct a power system in 
duplication of the utility’s system after 
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the company had turned down an offer 
of purchase by the municipality. The 
franchise does not expire for about 
sixteen years. 


Mississippi Power to Sell 
Facilities to TVA, Cities 


Mississippi Power Co. has filed an 
application with the Federal Power 
Commission for authority to sell cer- 
tain of its electric facilities in north- 
ern Mississippi to the TVA and a 
group of municipal associates for $2,- 
000,000. 

The application states that the sale 
is to be made “because the duplication 
of the electric facilities by the TVA, 
municipalities and non-profit member- 
ship corporations with the assistance 
of grants and loans from the federal 
government will render the property 
unprofitable to continue to hold.” 


TVA Buys Airplane 


The TVA has ordered a six-passenger 
transport airplane to cost approxi- 
mately $51,000 from the Lockheed 
Aircraft Corp. The transport will 
replace another which has been used 
to transport engineers through the 
valley. 


Holds Sales School 


The Electrical League of Utah is 
sponsoring a practical course in elec- 
trical appliance salesmanship as a 
means of increasing sales volume. 
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Power Exchange Pact 
Signed in Nebraska 


Signing of a five-year contract for 
reciprocal purchase of power between 
the Loup River Public Power District 
and the Nebraska Power Co. brings to 
a close a controversy of long standing 
in which Senator Norris envisioned pub- 
lic ownership of all utilities in the 
state, 

James E. Davidson, president of Ne- 
braska Power, stated that “we believe 
the agreement will be of benefit to us 
both.” He declared that Nebraska 
Power will be given a source of power 
in addition to steam plants in Omaha, 
and to the district it will give a market 
for a substantial amount of power, as 
well as a supply to protect its system 
against low water or other possible 
causes of interruption. 

Delivery of power by the district is 
scheduled to start in about sixty days. 
Interconnection of the two systems will 
first be made near Fremont and later 
at the utility’s substation near South 
Omaha. 


Public Ownership 


C. B. Fricke, president of the Loup 
District, said that the efforts to pur- 
chase facilities of Nebraska Power will 
continue as the Loup project was con- 
structed by public funds and the pro- 
gram for public ownership must con- 
tinue. 

The contract provides two-payment 
bases: 

1. A capacity charge. Nebraska 
Power to contract for 5,000 kw. of 
Loup’s 48,000 kw. capacity for the 
year beginning July 1, 1940; 10,000 kw. 
for the following year, 15,000 kw. for 
the third year, and for increases as 
needed to total 25,000 kw. Nebraska 
Power will pay $1 a month for each 
kilowatt of capacity. 

2. An energy charge. Nebraska 
Power to take 16 kw.-hr. a day for 
each kilowatt contracted. For this there 
will be an additional energy charge 
ranging from 434 mills down to 12 
mills. 

Sales by Nebraska Power to Loup will 
be at the rate of 3 mills, except in 
cases where it is necessary to start 
new equipment, in which case the rate 
will be 34% mills. 

The contract will bring Loup about 
$300,000 the first year and ultimately 
close to $600,000 a year. 


FPC Sets Kanawha Cost 


Determination of the actual legiti- 
mate original cost of Project No. 1175, 
on the Kanawha River in West Vir- 
ginia, of the Kanawha Valley Power Co. 
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as of April 30, 1936, and an order 
prescribing the accounting therefor, has 
been made by the Federal Power Com- 
mission. The actual legitimate original 
cost was set at $2,813,619 instead of 
$2,819,847 claimed by the company. The 
utility was given sixty days in which 
to comply with the order. 


Houck Says Small Utilities 
Favor Power Control Act 


W. L. Houck, vice-chairman of the 
Ontario Hydro Commission, has _in- 
formed the House that there are some 
sixty privately owned power plants in 
Ontario, producing approximately 500,- 
000 hp. and valued at more than $100,- 
000,000, during discussions of the 
Power Control Act, now before the On- 
tario Legislature. Mr. Houck said that 
the smaller companies, particularly, 
were greatly in favor of the act. 

The act would extend provincial con- 
trol of operations to all privately owned 
power companies in the province. Mr. 
Houck said that there is sufficient power 
available to supply the demands of 
industry for the next eighteen months. 


Montana Power Moves 


Montana Power Co., Butte, Mont., 
has transferred its registered office 
from Newark, N. J., to Flemington, 
N. J. This was the fourth transfer of a 
major corporation to Flemington in the 
last two years. 


Utilities Are Prepared 
to Meet War Emergency 


Chairman Groesbeck of Electric Bond & Share assures President 
Roosevelt that the industry will do its part in crisis — Says his 
company is installing 540,000 kw. of capacity 


. The public utility industry is pre- 
pared to do its part in any emergency, 
domestic or international, President 
Roosevelt was assured last week by C. 
E. Groesbeck, chairman of Electric 
Bond & Share. Mr. Groesbeck advised 
the President that the industry is bet- 
ter prepared than it was at the outbreak 
of the war in 1917. 

Speaking of his own system, Mr. 
Groesbeck said that his company has 
in the past twelve months authorized 
for construction for immediate installa- 
tion 540,000 kw. of additional capacity, 
and of this 250,000 kw. is already com- 
pleted, bringing the total available to 
approximately 5,000,000 kw. 


Integrates System 


During the past few months, Mr. 
Groesbeck said, 39,000 miles of new 
lines for integrating the company’s sys- 
tem with others privately owned and 
with the federal power plants had been 
added. He said that by this system of 
interconnection the power industry is 
seeking to eliminate power “bottle- 
necks,” which might impede important 
industries during wartime. 

“I discussed with the President the 





PRIZE WINNER—W. C. Stephenson, Modern Kitchen Bureau's field representative, pre- 





— certificate of award for second prize in the Bureau's electric water heater window 
display contest to M. G. Garrow, assistant manager, and Norman Zanzig, advertising 
manager, Wisconsin Michigan Power Co., at Appleton, Wis. 
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whole question of power supply re- 
quired to take care of the impetus to 
business that has come as a result of 
the unfortunate European situation,” 
Mr. Groesbeck declared. 

Indications were given by Mr. Groes- 
beck that there is a much better feeling 
now between the power industry and 
the government than was the case some 
months ago, when he emphasized that 
the co-ordination of privately owned 
with government-controlled plants was 
bringing to the people of the country 
broader use of electric power at the 
lowest possible economic rates. 


Louisville Gas & Electric 
Claims Tax Exemption 


Louisville Gas & Electric has been 
sent a bill for $359,997 as taxes on 
manufacturing machinery which the 
State Department of Revenue has 
valued at $15,253,900. The city and 
the utility have been in dispute since 
1934 over the taxing powers the former 
claimed over property used in manu- 
facturing by utilities. 

The company contends that its manu- 
facturing machinery is exempt under 
a general law passed in 1917, while 
the city claims a constitutional pro- 
vision prohibits such exemption. Manu- 
facturing machinery used by other 
businesses is exempt from city taxes. 

Louisville Gas & Electric has reached 
no decision as to seeking an injunction. 
The tax will apply to fifty-eight other 
public service corporations should it 
be upheld. 


Will Rebuild City Plant 


Sterling, Kan., recently voted $198,- 
000 in bonds to finance the reconstruc- 
tion of the municipal power plant, in- 
cluding building, Diesel engine gener- 
ating units, switchboard, new feeder 
lines, etc. The project carried by seven 


votes. 
7 


Ontario Primary Load Up 


Hydro-Electric Power Commission of 
Ontario reports primary load for all 
systems in August at 1,400,192 hp., 
against 1,300,885 last year, an increase 
of 7.6 per cent. 
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NEMA Meet to Draw 
Record Attendance 


The annual meeting of the National 
Electrical Manufacturers Association to 
be held October 22-27 in Chicago is 
expected to draw the largest attendance 
in many years because of the many 
problems arising from the war situa- 
tion in Europe and the sharp rise in in- 
dustrial production. 

More than 150 meetings have been 
scheduled during the week. Of main 
importance is the Policies Division 
meeting to be held Thursday morning, 
at which time the nominating com- 
mittee will present the names of its 
candidates for the board of governors. 
Section officers and selection of officers 
of the association will also take place 
during the convention. 

Three luncheon meetings have been 
scheduled. The report on industrial 
electrification study will be given Tues- 
day. Earl Whitehorne, editor, Electrical 
Contracting, will discuss “This Idea of 
Ours” on Wednesday. 

The convention will be held at the 
Palmer House. 


Southeastern Group Plans 
Sales Meeting In Atlanta 


The Southeastern Electric Exchange 
will hold its General Sales Conference 
November 2-4 at the Henry Grady 
Hotel, Atlanta, Ga. An outstanding 
program has been arranged to include 
many timely subjects of vital import- 
ance to the member companies. 

The conference on Thursday will be 
devoted to group meetings comprising 
the work of the merchandising, rural 
electrification, lighting, _ industrial 
power, advertising and sales promotion 
committees. General sessions will be 
held on Friday and Saturday mornings. 


P.E.A. Group to Meet 


Announcement has been made that 
the electrical equipment committee of 
the Pennsylvania Electric Association 
will be held October 23-24 at Erie, Pa. 
H. R. Wilbur is chairman. 


Public Ownership League 
Group Formed In Oregon 


Representatives of fifteen counties, 
at a recent meeting, organized an Ore- 
gon committee of the Public Ownership 
League of America. A. C. Heyman, 
Albany, was named president; Ray 
Gill, state grange master, vice-presi- 
dent, and Elmer McClure, Milwaukee, 
acting secretary. 
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The purpose is to promote and en- 
courage the public utility district 
movement in Oregon and to support 
the proposed Portland P. U. D. Dr. 
Paul J. Raver, new Bonneville adminis- 
trator, pledged aid to the P. U. D. 
movement. 


Give Course for Metermen 


Announcement has been made that 
the public utility short course for elec- 
trical metermen will be held at Texas 
A. and M. College, College Station, 
Tex., November 6-11. The program for 
meter supervisors will include a closed 
session on November 9. Talks and dis- 
cussions on November 10 will be fol- 
lowed on Saturday, November 11, by 
a round-table discussion of common 
problems. 


Safety Congress to Meet 


The twenty-eighth annual National 
Safety Congress will be held in Atlantic 
City, N. J., October 16-20. Five hun- 
dred speakers and discussion leaders 
will participate in 140 distinct sessions. 


Plan Puget Sound Survey 


Whatcom County public utility dis- 
trict commissioners have adopted a res- 
olution authorizing W. S. McCrea, Jr., 
of Tacoma, engineer for the commis- 
sion, to make a survey of the property 
of the Puget Sound Power & Light 
Co., preparatory to condemnation pro- 
ceedings. 


MEETINGS 


National Electrical Wholesalers Association—Semi- 


annual convention, Cincinnati, 
Ohio, October 16-20. E. Donald Tolles, manag- 
ing director, 165 Broadway, New York, N. Y. 

National Safety Congress and Exposition—Atlan- 
tic City, N. J., October 16-20. 


Empire State Gas & Electric Association—Annual 
convention, Westchester Country Club, West- 
chester, N. Y., October 19-20. George H. 
Smith, secretary, Grand Central Terminal, 
New York, N. Y 


National Electrical Manufacturers Association— 
Annual meeting, Palmer House, Chicago, - 
October 22-27. W. J. Donald, managing direc- 
tor, 155 East 44th St., New York, me te 

Southeastern Electric Exchan e—Fall conference, 
sales section, Henry Grady Hotel, Atlanta, Ga., 
November 2-4. J. W. Talley, executive secre- 
tary, 308 Haas-Howell Bldg., Atlanta. 


Wisconsin Utilities Association—Electric section, 
commercial and technical divisions, Schroeder 
Hotel, Milwaukee, Wis., November 6-7. A. F. 
Herwig, executive secretary, Room 502, Brum- 
der Bldg. 135 West Wells St., Milwaukee. 

Edison Electric Institute—Annual national account- 
ing conference, Edgewater Beach Hotel, Chi- 
cago, Ill., November 13-15. 

American Society of Mechanical Engineers—An- 
nual ee Bellevue-Stratford Hotel, Phila- 
delphia, December 4-8. al Davies, na- 
one ier 29 West 39th St., New York, 
N. 


Hotel Gibson, 
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Empire State Group 
to Meet Next Week 


A splendid program has been ar- 
ranged for the thirty-fourth annual 
convention of the Empire State Gas and 
Electric Association to be held October 
19-20 at the Westchester Country Club, 
Rye, N. Y. 

Following the address of Edward P. 
Prezzano, president of the association 
and of the Westchester Lighting Co., 
Conrad Lauer, president of the Ameri- 
can Gas Association and of the Phila- 
delphia Gas Works, will deliver a mes- 
sage to the meeting. 

Highlights of the two-day convention 
will be a message from Charles W. Kel- 
logg, president of the Edison Electric 
Institute, and a discussion of public 
utility regulation by Milo R. Maltbie, 
chairman of the New York State Public 
Service Commission. 

Other speakers on the program in- 
clude Hall M. Henry, assistant to the 
president of the New England Gas & 
Electric Association; Dr. W. I. Myers, 
head of the Department of Agricul- 
tural Economics, Cornell University; 
Timothy J. Mahoney, counsel to the 
Borden Co.; Herbert C. Davidson, vice- 
president of Consolidated Edison Co. of 
New York; and Dr. Virgil Jordan, 
president of the National Industrial 
Conference Board. 


Plan Research Conference 


The fourth annual industrial research 
conference at Ohio State University 
has been scheduled for November 3 
and 4. Invitations, extended by the 
Ohio State University Research Founda- 
tion, bear the signature of Julius F. 
Stone, Columbus industrialist, who is 
the foundation president. Dr. A. R. 
Olpin, director, is in active charge of 
arrangements. At a dinner meeting the 
night of November 3 the visitors will 
be guests of the Ohio Manufacturers’ 


Association. 
s 


More I.E.S. Lamps Sold 


During the first eight months this 
year Georgia Power Co. sold 3,506 
LE.S. lamps, or 76.22 per sent of 
quota. Mazda lamp sales totaled 
321,472, or 105.34 per cent of quota. 
A drive on electric space heaters 1s 
now on. 


Correction 


In the October 7 issue the caption 
to the pictures of the Indiana Electric 
Association should have read Tom C 
Polk, former secretary, instead of 
association president. 
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On any substation or at any distribution 
point where you now have only a single 
shot 100 ampere cutout... that’s the spot 
to install the new L-M-RP-515. Just hook 
it up to the single shot cutout already 
in service and you have the first cutout 
to combine the trip-saving, outage-pre- 
venting features of the recloser plus the 
weather protection of porcelain housing. 


OPERATES WITH ANY 
SINGLE SHOT CUTOUT 


Type RP-515 operates as a reclosing 
cutout in conjunction with any standard 
100 ampere single shot fuse cutout, 
either expulsion or dropout type. By 
using one RP-515 connected with a 
single shot cutout you get a two-shot 
recloser. By using two RP-515 cutouts 
connected with the single fuse cutout, 
you have a three-shot recloser. Thus, the 
new RP-515 offers unusual flexibility 
in that you can use as many fuse units 
as you wish in the reclosing sequence. 


In addition, Type RP-515 has all the 
fully automatic features typical of L-M 
reclosing cutout design ... where two or 
more units have operated they can be 
resiored to service without regard to 
Operating sequence. Clear dropout in- 
cic.tion of blown position. Ask your 
L-\ representative or write to South 
Mi'waukee, Wisconsin for further in- 
formation on this mew L-M Cutout. 


FIRST 100 Ampere Cutout 


to Combine Automatic 
Reclosing with Porcelain 
Housed Weather Protection 


NEW L-M TYPE RP-515 


(on right in blown position) 


5000 VOLTS—100 AMPERES 


HEIGHT — 18! i6” WIDTH — 5%” 
DEPTH —944" WEIGHT— 3174 lbs. 


Typical Right Hand Connection 
of RP-515. Dotted line illustrates 
position of 2nd RP-515 unit. m—_) 
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TRANSFORMER—This 150-ton Westinghouse 
into place at the Manchester Street power stati 
to link the station with other New England ? 


BOULDER DAM—tThis 82,500-kva. rotor was recently lowered into place in the Arizona 
wing of the Boulder Dam power plant. Installation of this unit was hastened so 


that power production could be stepped-up to meet California power demands. 


ELECTRIC MOTOR OF TOMORROW-—tThis exhibit at the New York World’s Fair shows a completely 
Fiberglas-insulated motor in a standard 5-hp. frame size (left), which is 45 per cent smaller in size and 
160 lb. lighter in weight, delivering same power as the standard cotton-wound 10-hp. motor at right. 





ith two new boilers, condenser, deaerating and high-pressure 
went into operation at the Arsenal Hill station earlier this 
ong power loads in the Shreveport, La., area. 


msiormer was recently rolled RIVER CABLE—A 40-man crew supervised by Elmer F. Nuezel, superintendent, under- 


n of Narragansett Electric Co. ground department, did a record job of laying four 1,675 ft. cables of 3% in. dia. 
P@er Association stations. five feet below the Ohio River’s bed. Cable weighed 22 lbs. per ft. and costs $3.16 a ft. 
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DEDICATE PLANT—Orlando, Fla. Utilities Commission recently dedicated the new 16,750-hp generaior, which cost 
$725,000, to supply an anticipated banner tourist trade. L. to r.: Mayor Sam Way, Chairman Hal Beardall, C. P. 
Dickinson, Ed Yandre, Turner Evans and Tom Gurney of the commission, and M. W. Brown, general plant manager. 
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NEWS FOR THE POWER INDUSTRY FROM ANACONDA ENGINEERS 


Moisture 
Ultra-violet light 


Destructive fungi 


Insects 


TRANGE, you may Say, that such com- 

mon enemies as these are worth worry- 

ing about. Yet, they are. Any one of them 

or groups of them may completely change 
a cable design. 

Cables must be built to meet their service 
conditions. Anaconda engineers learn from 
actual operation and from painstaking re- 
search what effects these enemies have on 
cables and what must be done to com- 
bat them. 

Anaconda Cables are built to fight these 
enemies successfully. Our engineering and 
laboratory work makes them more lasting 
and more economical for you. 


Put your problem up to Anaconda 


When you have acable problem of any kind, 
put the matter up to Anaconda engineers 
For your day-to-day requirements also, you 
will find that the name “Anaconda” on stand- 
ard cables means the utmost in service. 


. This trade-mark ide ntifues a com 
ONDA plete line of wires and cables fur 
ee ) 
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Weather-ometer at Anaconda Laboratories, Hastings-on-Hudson, N. Y. == every electrical requirement. 














Output Down Slightly: 
14.4% Above Last Year 


Production of energy by the electric 
light and power industry slackened 
slightly in the weak ended October 7, 
after the recent vigorous upward rush, 
to 2,465,230,000 kw.-hr., according to 
the Edison Electric Institute. The 
recession amounted to less than 0.2 
per cent compared with the preceding 
week and the output was the largest, 
with that single exception, thus far 


recorded. 
The gain over other years continues 
Weekly Output, Millions Kw.-Hr. 
1939 1938 1937 
Oct. 7...2,465 Oct. 8...2,154 Oct. 9...2,280 
Sept. 30...2,470 Oct. 1...2,139 Oct. 2...2,276 
Sept. 23...2,449 Sept. 24...2,154 Sept. 25...2,266 
Sept. 16...2,444 Sept. 17...2,215 Sept. 18...2,281 
Sept. 9% ..2,290 Sept. 10...2,048 Sept. I1...2,154 
Sept. 2...2,357 Sept. 3...2,149 Sept. 4...2,321 


Per Cent Change from Previous Year 


Week Ending 


(a  , 


Oct. 7 Sept. 30 Sept. 23 
+ 








New England ...... *+420.8 +30.5 +37.9 
Middle Atlantic +14.7 +14.7 + 7.5 
Central Industrial. . +17.3 +17.9 +15.8 
West Central ...... + 8.1 + 8.4 +12.4 
Southern States .... +11.1 +-12.6 +15.3 
Rocky Mountain.... +24.1 +24.9 +18.8 
PEE Schwan? wie + 6.5 + 5.9 + 9.) 
United States ..... +14.4 +15.5 +13.7 





*Reflects hurricane conditions in 1938. 
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large, although the margin decreased 
somewhat to 14.4 per cent over 1938 
and 8.1 per cent over 1937. Exception- 
ally broad gains in New England con- 
tinue to reflect hurricane conditions a 
year ago in that area. Activity in the 
mining of non-ferrous metals is indi- 
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cated by the continued high percen- 
tage over last year in the Rocky 
Mountain states, while growth is also 
being maintained in the Central and 
Middle Atlantic manufacturing _ re- 
gions. The textile-working South has 
gained notably in recent months. 





Competition a Spur 
to Electric Business 


The progress that has been made 
under the spur of competition in the 
electric business is one of “the inspir- 
ing stories of American enterprises,” 
Charles W. Kellogg, president of the 
Edison Electric Institute, told the 
fourth annual conference of the Inter- 
national Association of Electrical 
Leagues last week in New York. 

Mr. Kellogg pointed out that in 1924 
an electric refrigerator cost around 
$450 and the current to run it aver- 
aged 7.20 cents a kilowatt-hour. Today, 
he said, that refrigerator sells at an 
average price of $170, takes 50 per cent 
less current and averages 4.15 cents a 
kilowatt-hour. 

H. B. Donley, manager of appliance 
sales of Westinghouse Electric & Man- 
ufacturing Co., told the meeting that 
14,000,000 small electrical appliances, 
such as irons and roasters, were pur- 
chased in the United States last year. 
He said that a great undeveloped, po- 
tential market for these appliances ex- 
ists. “These items amounted in dollar 
volume to one-third that of electric 
refrigerators, equal to that of electric 
Washers and twice that of electric 
tanges,” he declared. 

W. Neal Gallagher, president of the 
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American Washer and Ironer Manu- 
facturers’ Association, urged co-opera- 
tion of interests everywhere in the elec- 
trical industry in centering attention 
on electrical laundering equipment. 

G. W. Weston, Kansas City, was 
elected president and J. S. Bartlett, 
Washington, D. C., vice-president of 
the association. 


Union Electric to Answer 
Charter Forfeiture Suit 


The Union Electric Co. of Missouri 
suffered a major setback when its de- 
murrer suit, attacking the charter for- 
feiture suit filed against it by Prose- 
cuting Attorney David A. Dyer of St. 
Charles County, was overruled by Cir- 
cuit Judge Edgar B. Woolfolk. The 
court’s action leaves the charter for- 
feiture suit, filed last April 20, still 
on the court’s docket. Attorneys for 
the utility stated that they would pro- 
ceed to file an answer to the suit. 

The suit is the outgrowth of charges 
made that Union Electric gave finan- 
cial aid to local candidates in 1937 and 
1938, and placed an employee on the 
staff of the daily St. Charles Cosmos- 
Monitor as reported to conduct propa- 
ganda against a movement for a munici- 
pal electric plant. 
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South Carolina Authority 
Lets Santee Dam Awards 


The South Carolina Public Service 
Authority has awarded contracts aggre- 
gating $5,895,394 for construction of 
the Santee Dam and adjunct structures 
for the Santee-Cooper hydro-electric 
and navigation project. Bids on the 
power plant are to be advertised after 
October 20. 

The authority has opened bids for 
construction of the Pinopolis dikes and 
diversion canal, the low proposals for 
which aggregated $1,433,197. Pinopolis 
Dam is approximately 60 per cent com- 
pleted. 


Missouri Public Service 
Reaches Strike Agreement 


Employees of Missouri Public Serv- 
ice Corp., who had been on strike for 
about three weeks, accepted peace 
terms last Thursday week. Officials 
of the utility said that the settlement 
did not include the closed shop provi- 
sion, while the local union claimed 
concessions on both sides and a modi- 
fied closed shop was accepted. Ap- 
proximately 140 members of the In- 
ternational Brotherhood of Electrical 
Workers were on strike. 
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EWS ABOUT PEOPLE 


Gano Dunn Made Recipient 
of 1939 Hoover Medal 


Gano Dunn, who has been chosen as 
the 1939 recipient of the Hoover Medal, 
has been president of the J. G. White 
Engineering Corp. since 1913. The 


>) 


Pach Bros. 


achievements for which Mr. Dunn has 
just been honored span more than a 
quarter of a century of service to the 
Government, to science and engineer- 
ing, to education, to civic betterment, 
and to international organization. 

Mr. Dunn participated in the organ- 
ization of the Engineering Foundation, 
of which he was first chairman, 1915- 
16. He was president of the United 
Engineering Societies from 1913-16, of 
the American Institute of Electrical 
Engineers 1911-12 and of the New 
York Electrical Society from 1900-02. 
During the World War he was a mem- 
ber of the engineering committee of the 
Council of National Defense and he 
was a member of the executive com- 
mittee of the World Power Conference 
of 1936, at which he represented the 
State Department. 

In 1937 he received the Thomas A. 
Edison Medal. Active in international 
scientific organizations, Mr. Dunn was 
vice-president of the International Elec- 
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trical Congress of Turin in 1911 and 
secretary for electric lighting and dis- 
tribution of the International Electrical 
Congress of St. Louis in 1904. Mr. 
Dunn is honorary secretary for the 
United States of the British Institution 
of Electrical Engineers. He is a fellow 
of the American Association for the 
Advancement of Science and a member 
of the Illuminating Engineering So- 
ciety, the American Society of Mech- 
anical Engineers and of the Franklin 


Institute. 
a 


Pacific Gas Announces 
Changes on Sales Staff 


Several changes in duties and respon- 
sibilities of the general office sales per- 
sonnel of the Pacific Gas & Electric Co. 
have been announced by O. R. Doerr, 
recently appointed general sales man- 
ager. 

F. U. Naylor has been appointed ad- 
ministrative assistant in charge of co- 
ordinating the use of sales promotional 
data, material and literature, employee 
business building programs, sales train- 
ing and other administrative assign- 
ments. Mr. Naylor has been in the 
company’s sales department since 1921. 

H. N. Carroll has been appointed 
manager of commercial and industrial 
sales. He joined the sales staff of the 
San Joaquin Light & Power Corp. in 
1923 and later was on the sales staff 
of the Great Western Power Co. He 
became affiliated with Pacific Gas & 
Electric at the time of Great Western- 
P. G. & E. merger. 

B. W. Reynolds, who has been con- 
nected with Pacific Gas since 1923, has 
been made manager of domestic sales. 
A. M. Frost will continue as manager 
of agricultural sales. 


> C. E. H. Patmer of the Newark, N. 
J., office of the General Electric Co., 
has been appointed manager of the 
company’s New Haven, Conn., office. 
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Laclede Power Elects 
Button Vice-President 


H. W. Button, chief engineer for a 
number of years of the Laclede Power 
& Light Co. of St. Louis, Mo., was re- 
cently elected vice-president of that 
company in charge of operations. 

Mr. Button has devoted more than 
twenty-six years of his life to the light 


and power industry including periods 
of service with manufacturing compan- 
ies and operating companies in engi- 
neering and operating capacities. He 
has been connected with the Laclede 
Power & Light Co. and affiliated com- 
panies for the past thirteen years. 

Mr. Button is a graduate of Worces- 
ter Polytechnic Institute. 


>C. R. Dausenmire of Columbus, 
Ohio, has been elected president of the 
National Association of Power Engi- 
neers, succeeding F. C. Laufketter of 
St. Louis. 


> Henry L..S. Wituias, who has been 
in charge of the field survey depart- 
ment of the Northern Electric Co., Mon- 
treal, Canada, for the past twelve years, 
retired last month from active service. 
Born in Australia, Mr. Williams came 
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to Canada in 1910 and shortly after- 
wards joined the Northern Electric Co. 
as a member of the apparatus engineer- 
ing department. He was transferred to 
the engineering inspection department 
at its commencement and then became 
connected with the field survey depart- 
ment. 


> W. J. Hopcxins, president of the 
Lake Superior District Power Co., has 
been appointed to the new board of re- 
gents for the University of Wisconsin 
for a term of two years. The appoint- 
ment was approved by the Senate. 


> Mitton Knicut has been appointed 
to the new position of executive vice- 
president in charge of co-ordinating 
manufacture and sales of new struc- 
tural and special glass products for 
the Libbey-Owens-Ford Glass Co. Mr. 
Knight was formerly secretary. HERBERT 
H. BAKER, vice-president and a direc- 
tor, will reassume the additional title 
and duties of secretary which he held 
for several years prior to Mr. Knight’s 
election as secretary last year. 


PE. A. Pratn, merchandise manager 
of the Wisconsin Valley division of the 
Wisconsin Public Service Corp. since 
1928, has been named power sales con- 
sultant, according to an announcement 
released by the company. Mr. Prain 
will co-ordinate the company’s power 
program with the anticipated rebuild- 
ing and expansion plans of the indus- 
tries in the Wisconsin Valley division. 
W. F. Egner will continue to serve as 
power sales engineer for the division. 


© Donatp P. McDonatp, who for the 
past three years has been manager of 
the appliance division of the Owosso 
district, Consumers Power Co., has been 
transferred to Battle Creek, where he 
will be in charge of the same division. 
D. P. Draper, who for twelve years has 
been appliance superintendent in Grand 
Rapids, has been appointed to succeed 
Mr. McDonald at Owosso. Mr. Draper 
held the position in Owosso before 
going to Grand Rapids. 


> Oxiver C. Spur.ine, for thirty years 
in charge of the design and construc- 
tion of Western Electric factories in 
this country and abroad, retired on 
September 30 at the end of a 46-year 
career. He is succeeded by HENry L. 


Warp, assistant to Mr. Spurling since 
1935. 


> W. R. O’New has been appointed 
field man for the Vancouver Electrical 
Association with a view to extending 
its activities, increasing educational 
work among its members and strength- 
ening its organization. Mr. O’Neil has 
had extensive experience not only in 
the electrical industry, but also in or- 
ganization and executive work. 


> Lawrence E. Josepu was elected a 
director and vice-president of the Blaw- 
Knox Co., Pittsburgh, at the last meet- 
ing of the board of directors. Mr. Jo- 
seph was recently appointed executive 
head of the Blaw-Knox division. 


> Frank T. Down, assistant manager of 
the Gardner (Mass.) Electric Light Co., 
New England Power Association affili- 





LEAD UTILITIES GROUP—Affairs of the Indiana Electric Association will be directed 
by the above trio of Indianapolis men during the ensuing year. Shown in an informal 
chat following their election to office at the recent convention at French Lick, Ind., are 
the new officers (left to right): R. E. Blossom, secretary-treasurer; Harry T. Pritchard, 
Indianapolis Power & Light Co., vice-president, and R. A. Gallagher, Public Service Co. 


of Indiana, president. Mr. Pritchard and Mr. Gallagher are presidents of their respective 
companies 
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ate, has been appointed assistant man- 
ager of the North Central District of the 
Association, with headquarters at Leo- 
minster, Mass. 


>F. A. Faron, manager of the New 
Haven office, and E. G. Duprey of the 
industrial department, New York dis- 
trict of the General Electric Co., have 
been named assistant managers of the 
industrial department of the New York 
district of the company. Mr. Faron 
has been connected with General Elec- 
tric since 1916 and Mr. Dudley since 
1921. 


> Greorce O. O'Hara has been ap- 
pointed sales manager of the electrode 
division of the Great Lakes Carbon 
Corp., Niagara Falls, N. Y. Mr. O'Hara 
has had a broad background of experi- 
ence in the electric furnace field. 
Among his connections have been the 
International Nickel Co., Republic Car- 
bon Co., National Carbon Co., and the 
Detroit Electric Furnace Co. 


> Tuomas A. FARRELL has been ap- 
pointed Eastern sales manager of the 
household division, Kelvinator division, 
Nash-Kelvinator Corp. Mr. Farrell re- 
cently resigned as Eastern sales man- 
ager of the Frigidaire division of Gen- 
eral Motors Corp. 


OBITUARY 


> J. W. Twetves, assistant treasurer 
of the Utah Power & Light Co., died 
August 4 at his home in Salt Lake City 
in his seventieth year. A pioneer in 
the Utah power industry, Mr. Twelves 
began his career in 1897, when he be- 
came associated with the old Telluride 
Power Co. He was named assistant 
treasurer of Utah Power & Light in 
1929. 


> Joseph W. Ramsay, professor of 
electrical engineering, University of 
Texas, died July 22. Born at Bloom- 
ington, Ind., in 1880, he received his 
technical education at the Texas Ag- 
ricultural and Mechanical College and 
at the University of Texas. From 1906— 
08 he was a student apprentice with 
Westinghouse Electric & Manufactur- 
ing Co., and during the next three 
years he was employed in various ca- 
pacities by the Benton Harbor-St. Jos- 
eph (Mich.) Light & Power Co., South- 
ern Pacific Railway and the Barden 
Electric & Machinery Co., Houston, 
Tex. In 1911 he joined the teaching 
staff of the University of Texas, and 
after the World War teaching assign- 
ments followed at Washington State 
College, Pullman and Texas Agricul- 
tural and Mechanical College. In 1921 
he returned to the University of Texas. 
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ANUFACTURING - MARKETS 


Orders Rise Shown 
by General Electric 


Orders received by General Electric 
Co. during the third quarter totaled 
$79,510,000, as compared with $60,- 
533,000 during the same quarter last 
year, an increase of 31 per cent, 
according to Gerard Swope, president. 

Mr. Swope stated that for the first 
nine months this year orders received 
by the company amounted to $248,- 
582,000, an increase of 32 per cent 
over the $188,757,000 received during 
the same period last year. 

During the first six months orders 
totaled $169,071,646, against $128.- 
223,823 in the same 1938 period. Sales 
billed during the six months amounted 
to $146,299,212, against $130,910,638, 
and net profit was $16,370,192, against 
$13,176,956. 


Manufacturers Make 
Sales Assignments 


Electrical manufacturing companies 
have recently announced the following 
appointments to their sales staffs: 


W. F. Daly, formerly on the staff of 
Allis‘Chalmers Manufacturing Co.’s_ Chi- 
cage office, has been appointed district 
office manager at St. Louis. C. L. Orth, 
who has been manager of the St. Louis 
office for the past 29 years, will continue 
in a consulting and sales capacity. Since 
1924 Mr. Daly has been connected with 
Allis-Chalmers’ Chicago office. 

Cutler-Hammer, Inc., has announced that 
the New Orleans sales office and ware- 
house has moved to new quarters at 732 
Girod Street. This office is in charge of 
P. C. Hutchison. 

J. P. Carson, sales manager of the Los 
Angeles Graybar house, will be trans- 
ferred to San Francisco as district manager 
to succeed Alfred H. Nicoll, who will 
assume new duties in New York Novem- 
ber 1. Mr. Carson was formerly manager 
of the Spokane, Wash., branch. W. E. 
Guy, manager of the Hammond, Ind., 
branch is being transferred to Los Angeles 
as sales manager. 

Westinghouse Electric Supply Co. has 
made Charlotte, N. C., an independent 
branch office and appointed J. R. Smith as 
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branch manager. Company’s headquarters 
in Charlotte are at 210 East Sixth St. 
Until recently the Carolinas territory has 
been operated under the division plan 
with four houses. Because of the increas- 
ing importance of the Charlotte area this 
city was organized as a separate unit. 


Will Cut Loan Interest 


Owens-Illinois Glass Co. has reported 
to the Securities and Exchange Com- 
mission arrangements for cutting the 
interest and changing other terms of 
its 34% per cent sinking fund deben- 
tures, which were sold privately in 
1937. Interest is to be reduced from 
3% per cent to 234 per cent and, 
starting with August 1, 1940, the com- 
pany is to be permitted to make sink- 
ing-fund payments sufficient to redeem 
$2,000,000 face value of the bonds. 
The debentures are outstanding to the 
amount of $12,000,000 and will mature 
in 1952. 


at 


Westinghouse Shows 
New Air Compressor 


In New York this week Westinghouse 
Electric & Manufacturing Co. exhibited 
what it says is the world’s most power- 
ful air-conditioning compressor unit, 
with a cooling capacity equal to the 
melting of 100 tons of ice in 24 hours. 

The new V-16 compressor is _her- 
metically sealed, weighs but 8,100 lb., 
as compared with 13,000 lb. or more 
for conventional machines of _ this 
capacity. A single compressor of this 
new type occupies a space of only 21 
sq.ft., but is capable of cooling a three- 
story office building with a ground area 
of 8,000 sq. ft. 

Westinghouse engineers declare the 
unit is 12 per cent more efficient than 
previous totally inclosed designs as a 
result of seven years intensive develop- 
ment of reed type valves and Freon 
gas manifolds to reduce friction losses. 


AIR-CONDITIONING UNIT—At a preview in New York this week Westinghouse Electric 
& Manufacturing Co. exhibited this newly developed 90-degree, V-type, 100-ton, 16-cylin- 
der, hermetically sealed air-conditioning compressor 
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Copper Sales Reach 
Peak in September 


Sales of copper to domestic con- 
sumers during the month of September 
totaled 183,627 tons, a new monthly 
high for 1939, the previous record 
being 183,151 tons for July. 

The accompanying tabulation shows 
the sales to domestic consumers by 
months for 1938 and the first nine 
months of the current year in tons. 





1938 1939 
SOMME es oS) tHE 25,468 15,399 
WOM oie c 5 Slew 23,513 20,361 
March ..... Lecaee ae aoe 22,403 28,618 
EE a src A oie 23,027 59,874 
ME bie. cksduk vues 19,174 59,026 
BUM: icc icc nceweess sce Oe, eee 
e534) soulbe ose cues . 124,066 183,151 
August vacetoesccss Si? ar 
September ......... .... 61,417 183,627 
October aes oc RE ce tet 
POMOUNMIOS «so sckiz adie bes Me" dew 
MUIR 5 ks Fics x cop ores MEE ec kes 

TOU x5 oki we aee Re 512,760 


Sales of Electrical 
Goods Advance 20% 


Manufacturers’ sales of electrical ma- 
chinery apparatus and supplies during 
August were almost 20 per cent above 
August last year and, without adjust- 
ment for seasonal variation, increased 
1] per cent over July, the United States 
Department of Commerce reports. Sales 
volumes of the 95 reporting firms were 
$33,921,000 for August, $30,668,000 for 
July and $28,357,000 for August last 
year. 

The department also reported that 
sales of electrical goods by wholesalers 
during August increased 20 per cent 
above August last year and was the 
eighth consecutive month in which sales 
exceeded the corresponding month of 
last year. However, August sales were 
1 per cent below July. 


Navy Lets Cable Contract 
Rockbestos Products Corp., New 
Haven, Conn., has recently been 


awarded by the United States Navy a 


contract for electric cable, amounting 
to $12,992. 


SN A 


New York Metal Prices 


Oct. 10,'39 Oct. 3, '39 
Cents per Cents per 
Pound Pound 
Copper, electrolytic .... 12.50* 12.00* 
lead, Am. S. & R. price 5.50 5.50 
Sa ee 14.00 14.00 
Nickel, Ingot ........... 35.00 35.00 
EINE oss isc sne 6.89 6.89 
Xt Peacmiopehae 55.00 57.50 
uminum, 99 per cent.. 20.00 20.00 


ee 
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Field Reports on Business 


Orders for electrical equipment show expanding volume as utility and 
industrial demands increase. Industrial activity in all sections continues to 
higher level and is being reflected in growing demands for power. Utility 
buying is at a relatively high rate. Runaway prices are unlikely at present. 


NEW YORK 


Co-operative efforts by manufacturers 
and the government to prevent a runaway 
price rise are gaining strong backing. The 
Administration is set to prevent war prof- 
iteering and has adopted a “persuasion” 
policy. Industry is using its efforts to keep 
prices in line so that expansion of pro- 
ductive capacity and other construction 
and improvement activities will not be 
discouraged. 

The general level of business continues 
to show wide gains. Industrial activity in 
many lines is the best since 1937. Steel 
production is above 88 per cent of capacity. 
Retail sales are moving higher, with a fur- 
ther increase in volume. seen by fall buying. 
General business in the Pittsburgh district 
is near the boom levels of 1929. 

Electric utilities report further gains in 
power production. Increased earnings is 
making for a more optimistic outlook. De- 
mand for power-generating equipment 
promises to rise further during coming 
months. Industrial demand for electrical 
equipment is showing expansion on a wide 
front. Lighting equipment is being pushed 
by the utilities as part of their fall sales 
drives. 


NEW ENGLAND 


U. S. government buying and prospects 
that foreign demands will soon widen into 
unusual orders for mechanical and elec- 
trical equipment are the principal factors in 
promoting in this area the present status 
of unprecedented activity in negotiations 
and buying. 

One conservative estimate states that 
more than $225,000 worth of line mate- 
rials, switch and control equipment and 
power apparatus has been allotted to local 
navy and ship yards during the past 
fortnight or so. Several large orders for 
panelboard equipment amounting to more 
than $10,000 are noted; recently Westing- 
house sold a 1,500-kw. rotary converter 
together with transformer for expansion 
of power service for one yard, while orders 
involving in the neighborhood of $22,000 
in switch and control equipment to be 
installed in shipyards are awaiting author- 
ization. 

Small motor sales are approaching all- 
time records in volume. One representative 
records that all district warehouses in his 
area report steady drains on small motors 
and switching apparatus. Arc welders are 
in good demand and all classes of recondi- 
tioned electrical equipment are reported to 
be selling out. During the past few weeks 
extensions to small machine shops in 
which new power apparatus has been in- 
stalled, located in the metropolitan Boston 
area, have attracted much attention. Line 
materials are buoyant, with the demand 
for fibre conduit and BX cable heavy; 
last week orders up to 15,000 ft. of 4-fibre 
conduit were listed and 12,800 ft. of “No- 
crete” conduit sold for $1,727.80. 

Merchandising reports show somewhat 
spotty conditions as the result of uneven 
effects in the industrial upswing. In dis- 
tricts where employment has taken on 
optimistic aspects appliances are attract- 
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ing interest; on the other hand, a slight 
hesitancy in purchasing major appliances 
is reported from one source. Last week 
Boston Institutions Department bought 
$3,929.02 worth of electrical appliances. 


CHICAGO 


Orders for material and equipment con- 
tinued unabated last week as large indus- 
trials increased production at a rapid rate. 
Industrial activity swung ahead at a pace 
unequaled in recent years. Steel produc- 
tion in this district climbed to the highest 
level in nearly ten years, with some com- 
panies operating virtually at capacity. 

Electric energy output in this city in- 
creased sharply, registering a gain of 
5,214,000 kw.-hr. over the previous week. 
The Commonwealth Edison Co. announced 
an extensive five-year expansion program 
to be carried on without resorting to new 
financing. Construction work now in prog- 
ress will provide an additional 220,000 
kw. capacity within the next two years. 

Electrical manufacturers report a steady 
pick-up in orders for all types of equip- 
ment, with a substantial increase in pur- 
chases by utilities. Commercial and indus- 
trial lighting equipment sales show a large 
increase over the previous month as well 
as a year ago. 

Of the 44 manufacturers reporting sales 
for last month to the Electric Association, 
33 now show an increase over the previous 
month, while 41 registered a gain over a 
year ago. 


PACIFIC COAST 


Central station and distribution line 
equipment, particularly power apparatus, 
features current purchasing by public util- 
ities, which in the San Francisco area 
have bought five 500-kva. subway trans- 
formers, value $35,000; $70,000 worth of 
switchgear, mainly for Berkeley; $24,000 
circuit breakers, and $10,000 geared mo- 
tors. Weekly purchases of stock size trans- 
formers have about doubled those of last 
year during the summer months, but are 
still short of coast plant capacity. The 
year has been dry and the saturation has 
been from previous selling efforts. Los An- 
geles ordering has included disconnect 
switches, current regulators and a 2,000- 
amp., 7,500-volt circuit breaker. ; 

FHA loans in Pacific Coast are running 
25 per cent over the corresponding period 
of last year, and residential building has 
not yet been appreciably affected by rising 
material costs. Copper wire orders con- 
tinue to respond to steady successive price 
advances, though bulk of actual immediate 
requirements were booked several weeks 
ago. Recent special business includes 
$100,000 trolley wire for Seattle’s proposed 
trailer trolley system and $20,000 wire 
and signaling equipment for Southern Pa- 
cific’s relocated track around Shasta Dam 
project. 

Wholesalers report healthy credit and 
account condition, largely owing to vigor- 
ous following of their accounts and steady 
determination to prevent overbuying by 
dealers of material or appliances. 
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Light and Power Securities Quiet 


1931 1932 1933 1934 1935 1936 1937 1938 J FMAMJ July Aug. Sept Oct. Nov. Dec. 
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Following the general market trend, utility securities moved within a narrow range 
this week. “Electrical World” stock index, 30.5; last week, 30.9, last year, 28.2. Bonds 
turned slightly upward. “Electrical World” index, 104.8: last week, 104.3 


Financing Planned 
by Philadelphia Co. 


The Philadelphia Co., Pittsburgh, 
Standard Gas & Electric unit, has 
taken a major step looking toward a 
financing program which will aggregate 
approximately $65,000,000. Frank R. 
Phillips, president, has announced that 
a special meeting of stockholders of 
the utility has been called for Decem- 
ber 5 at the company’s headquarters 
in Pittsburgh to vote on proposals au- 
thorizing changes in the company’s 
capitalization and amendment to its 
by-laws. The financing calls for a re- 
funding of the Philadelphia Co.’s out- 
standing $60,000,000 or 5 per cent se- 
cured bonds due on December 1, 1967. 

According to present plans, the 
financing probably will consist of the 
issuance and sale of approximately 
$40,000,000 of new debentures and $25,- 
000,000 of preferred stock, convertible 
into common stock of the Duquesne 
Light Co., main operating subsidiary 
of the Philadelphia Co. The presently 
outstanding 5 per cent bonds are se- 
cured by all of the outstanding 2,152.,- 
828 common shares of Duquesne Light. 
It is planned that the new debentures 
also will be secured by the Duquesne 
Light equity. However, through the 
conversion features of the financing 
program, it is expected that a portion 
of the Duquesne Light common stock 
will be distributed to the public. 


Utility Gets Extension 
on Loans; Reduces Debt 


American & Foreign Power Co. has 
completed arrangements for a three- 
year extension of bank loans which 
mature October 26, it was learned re- 
cently. The Electric Bond & Share Co. 
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has granted the company a similar 
privilege with regard to its loans to 
American & Foreign Power. 

The agreement with banks calls for 
the reduction of American & Foreign’s 
indebtedness to such institutions with 
a cash payment of $1,600,000. This 
would reduce the bank loans to $17,- 
600,000 from the $19,200,000 outstand- 
ing at present. American & Foreign 
also has agreed to pay $400,000 cash 
to Electric Bond & Share, reducing 
the obligations to the parent company 
to $39,400,000 from $39,800,000. 


Dividend Increased 
by Chicago Edison 


Directors of Commonwealth Edison 
Co. have increased the quarterly divi- 
dend rate on Edison stock from 40 
cents to 45 cents per share, equivalent 
to an annual rate of $1.80, James 
Simpson, chairman, announced. The 
initial 45-cent dividend will be payable 
November 1 to stockholders of record 
at the close of business October 13. 
Directors were of the opinion that this 
increase in the dividend rate is justi- 
fied at this time in view of the results 
for the year to date and the expectation 
that the earnings per share for 1939 
will be about the same as the 1938 
earnings of $2.40, despite rate reduc- 
tions put into effect this year and the 
large increase in the number of shares 
outstanding. 

United Corporation has declared a divi- 
dend of 85 cents on account of accumu- 
lations on the $3 preferred stock, payable 
October 24 to stock of record October 13. 
A similar payment was made on July 19, 
last. Payment of this dividend will reduce 
arrears on the issue to $1.05 as of October 
1, this year. 

Directors of the New England Public 
Service Co. have declared partial dividends 
for the quarter ended on June 15, 1932, 
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the first quarter of arrearages, on the 
company’s $6 and $7 prior lien preferred 
stocks. Checks for half the full amount, 
75 cents a share on the first stock and 
8714 cents a share on the second, will be 
mailed on December 15 to holders of 
record of December 1. 


Utility Files Note 
Issue with Board 


Philadelphia Electric Co. has filed 
with the SEC a declaration or appli- 
cation in connection with the issuance 
and sale of $10,000,000 of 234 per cent 
promissory notes maturing serially from 
1940 to 1949. The company also filed 
an application for exemption from the 
requirement of filing a declaration in 
connection with the issuance and sale 
of 50,000 shares of no-par value $4.25 
dividend preferred stock. Both the 
notes and stock are to be sold priv- 
ately to insurance companies. 

Proceeds from the notes, together 
with other funds of the company, will 
be applied to the payment at maturity 
of 14% per cent six-month promissory 
notes, maturing October 26, 1939, held 
by certain banks, aggregating $10,000,- 
000. Proceeds from the preferred stock 
will be used to reimburse the company 
in part for expenditures for acquisi- 
tions and improvements to its utility 
plant and to provide additional work- 
ing capital. 

e 


Sets Tax Valuations 


Tax valuation of public utilities in 
North Carolina have been increased, 
according to report of the state Board 
of Assessment. Duke Power valuation 
for 1939 was increased from $51,500,000 
to $54,000,000, Carolina Power & Light 
from $28,259,503 to $28,567,133, Vir- 
ginia Electric & Power from $2,858,744 
to $2,938,845, Tide Water Power un- 
changed at $4,000,000 and Durham 
Public Service from $1,980,000 to 
$2,000,000. 


Utility Reports 


Net Income 
1939 1938 
*Alabama Power $3,576,899 
*American Pwr. & Lt. and 
subs. 9,729,743 
*Con. Lt. 
Pwr. of Balti. and sub. 6,424,927 
*Consumers Power 
*Georgia Power 
*Idaho Power 
*Kansas Ci 
*Louisiana 
*Minnesota Pwr. 
*Montana Power 
*New Orleans Public Serv- 


9,717,478 


5,768,452 
9, 168,630 


1,234,848 
3/807, 11! 
7,706,113 


22,434,383 


1,763,354 
4. 183,131 
8,367,464 


25,609,801 


*Pennsylvania Pwr. & Lt... 
*Public Service Corp. of 
N. J. and sub 


*Twelve months ended August 31. 
Se 
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Cutout 


A water-proof, snow-proof and ice-proof 
cutout, it is not suspended from the con- 
ductor but from the insulator, and can be 





'4881-B-O-Q"' cutout; ratings: 7!/2/12!/2-Kv. 
Y grounded. Interrupting capacity 1200 amp., 
fuse links, 50 amp. and less. W. N. Mathews 
Corp., St. Louis, Mo. 


attached to either copper or aluminum con- 
ductors by means of a copper lead and 
either a copper connector or a copper to 
aluminum connector. 


Door Operator 


Model "MC" electric door operator; I10- or 
220-volt, 60-, 50- or 25-cycle single-phase a.c. 
Barber-Colman Co., Rockford, Ill. 


To prevent accidents when the door is 
closing release of the “close” button will 
cause the door to open again. Constant 
contact with the “close” button is re- 
quired, while only instantaneous contact 
with the “open” button is needed. 


Switch 


Levo er switch ‘'No. 41"'s rating—6 amp., 
T", 125 volts; or 3 amps., 250 volts. McGill 
Mfg. Co., Valparaiso, Ind. 


For use on small power apparatus and 
for individual control of lighting fixtures 
in industrial plants, commercial institu- 
tions and public buildings. A small switch 
(8-in. thick), it will take the initial surge 
of 48 amperes from a cold, Type “C” lamp, 
eight times its rated capacity, the company 
claims, 

* 


Electrical Contacts 


Gibsiloy" electrical contacts, said to pos- 
Sess the high conductivity of pure silver as 
" as the low, constant resistance. Gibson 
ectric Co., Pittsburgh, Pa. 


“n- J 
Gibsiloy” is a powdered metal com- 
Position, the most common forms being 
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silver-nickel, silver-nickel-cadmium, silver- 
nickel-tungsten, silver-nickel-molybdenum, 
silver-tungsten and __ silver-molybdenum. 
Hardnesses range from that of pure sil- 
ver to 200 Binell B scale Shore Scleroscope 
for some grades of silver-nickel-tungsten. 
They are said to be free from galling and 
their high arc resistance to greatly re- 
duce welding or sticking. 


Current Transformer 


The new feature of this transformer is 
that it is filled with Pyranol, a non-inflam- 
mable insulating liquid with high dielectric 
strength. It is claimed that this insulation 
will not sludge, provides no fire hazard 
and is hermetically sealed. Core and 
coils mounted in a shallow cast-iron tank 
extend up into a procelain housing which 
acts as a high-voltage bushing. High- 





i 


Type ‘“KF-305"" current transformer; 15-kv. 
15,000 volts, 800 amp., 25/125 cycles. General 
Electric Co., Schenectady, N. Y. 


voltage terminals are threaded studs 
mounted on top of the porcelain shell; 
the secondary terminals, sealed in glass 
where they enter the tank, are fixed studs 
inserted in a base compartment. The glass 
seal affords a liquid-tight construction. 


Motor Control ’ 


Dynamic lowering control for a.c. crane 
hoists. The Electric Controller & Mfg. Co., 
Cleveland, Ohio. 


No mechanical load-brake is required 
on the crane. It is said that loads can be 
spotted in position by the accuracy in 
inching obtained with this control. High 
speed on the last lowering point of the 
controller makes possible more trips per 
minute. A heavy-duty motor control, it 
may also be used with mill drives and 
machinery. 
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Pulley 


A pulley, mounted on top of the cross 


arm instead of being suspended below, 
eliminates lifting the wire from under the 


EW EQUIPMENT, 


Wire stringing pulley with two positions, one 


for straight runs and one for angle runs. 
Line Material Company, South Milwaukee, 
Wis. 


arm to the top of the insulator; this is 
said to simplify operation and reduce 
chances of damaging the conductor. Fric- 
tion is reduced so that it is possible to 
pull in longer sections of wire. 


Pushbuttons 


A new line of standard duty pushbuttons for 
a.c. and d.c. pilot circuits. Westinghouse 
Electric & Mfg. Co., East Pittsburgh, Pa. 


One double-circuit, momentary-contact, 
spring-return button unit is offered for 
auxiliary control in machine tool or sim- 
ilar operations. A two-button station is 
for use with reversing starters, giving con- 
trol of two motions, such as forward and 
reverse, in and out, or up and down. The 
driven devise operates only while the but- 
ton is held down. A three-button unit is 
designed for forward, reverse and stop 


operations. 
e 


Unit Heater 


This company’s unit heater is now avail- 
able with an anemostat which distributes 
the vertical air stream projected straight 
downward from the heater so that the air 
stream is draftless and blastless, they 
claim, Fewer units are needed and be- 
cause of even distribution they find use in 
offices, stores, greenhouses and shops. 





Projection unit heater with anemostat oper- 
ated with standard motors from |/30 hp. to 
| hp.; units deliver from 400 cu. ft. per min. 
to 8700 cu. ft. per min. with capacities rang- 
ing from 300,000 B.t.u. to 750,000 B.t.u. The 
Trane Co., La Crosse, Wis. 
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Votes Back Dividends 


Apex Electrical Manufacturing Co., 
Cleveland, has voted a dividend of $1.75 
on prior preferred stock for the cur- 
rent quarter and $2.25 on arrears, 
both paid October 1 to stock of 
record September 20. After the October 
disbursement the company will be in 


arrears $2.25 on prior preference divi- 
dend. 


Interlocking Hearing 


Hearing on thirteen applications for 
authority to hold interlocking positions 
in the Rockland Light & Power Co., 
Rockland Electric Co., and the Fitch- 
burg Gas & Electric Co., has been post- 
poned until October 18. A _ previous 
hearing had been set for September 25. 


LEGAL NOTICE 


STATEMENT OF THE OWNERSHIP. MANAGEMENT, 
CIRCULATION, ETC., REQUIRED BY THE 
ACTS OF CONGRESS QF AUGUST 24, 

1912, AND MARCH 3, 1933 


Of Electrical World, published weekly at Albany, 
N. Y., for October 1, 1939. 


State of New York ? 
County of New York {8% 


Before me, a Notary Public in and for the State and 
county aforesaid, personally appeared D. C. McGraw, 
who, having been duly sworn according to law. deposes 
and says that he is the Secretary of the McGraw-Hill 
Publishing Company, Inc., publishers of Electrical World, 
and that the following is, to the best of his knowledge 
and belief, a true statement of the ownership, manage- 
ment (and if q daily paper, the circulation), etc., of 
the aforesaid publication for the date shown in the 
above caption, required by the Act of August 24, 1912, 
as amended by the Act of March 3, 1933, embodied 
in section 537, Postal Laws and Regulations, printed 
on the reverse of this form, to wit: 


1. That the names and addresses of the publisher, 
editor, managing editor, and business managers are: 
Publisher, McGraw-Hill Publishing Company, Inc., 330 
West 42nd St., N. Y. C. Editor, S. B. Williams, 330 
West 42nd St., N. ¥. C. Managing Editor, Frank R. 
Innes, 330 West 42nd St., N. Y. C. Business Manager, 
W. K. Beard, Jr., 330 West 42nd St., N. Y 


2. That the owner is: (If owned by a corporation, its 
name and address must be stated and also immediately 
thereunder the names and addresses of stockholders own- 
inz or holding one per cent or more of total amount of 
stock. If not owned by a corporation, the names and 
addresses of the individual owners must be given. If 
owned by a firm, company, or other unincorporated con- 
cern, its name and address, as well as those of each 
individual member, must be given.) McGraw-Hill Pub- 
lishing Company, Inc., 330 West 42nd St., N. Y. C. 
Stockholders of which are: James H. McGraw, 330 West 
42nd St.. N. Y. C. James H. McGraw. Jr.. 330 
West 42nd St., N. Y. C. James H. McGraw, James H. 
McGraw, Jr., and Curtis W. McGraw, Trustees for: 
Harold W. McGraw, James H. McGraw, Jr., Donald C. 
McGraw, Curtis W. McGraw; Curtis W. McGraw. 330 
West 42nd St.. N. ¥. C. Donald C. McGraw. 330 West 
42nd St., N. Y¥. C. Anne Hugus Britton, 330 W. 42nd 
St., N. Y¥. C. Mildred W. McGraw, Madison, N. J. 
Grace W. Mehren, 73 No. Country Club Drive, Phoenix, 
Ariz. J. Malcolm Muir & Guaranty Trust Co. of New 
York, Trustees for Lida Kelly Muir, 140 Broadway, 
N. YY. C. F. S. Weatherby, 271 Clinton Road, Brook- 
line, Mass. 

3. That the known bondholders, mortgagees, and other 
security holders owning or holding 1 per cent or more of 
total amount of bonds, mortgages, or other securities 
are: (If there are none, so state.) None. 


4. That the two paragraphs next above, giving the 
names of the owners, stockholders, and security holders, 
if any, contain not only the list of stockholders and 
security holders as they appear upon the books of the 
company but also, in cases where the stockholder or 
security holder appears upon the books of the company 
as trustee or in any other fiduciary relation, the name of 
the person or corporation for whom such trustee is act- 
ing, is given; also that the said two paragraphs contain 
statements embracing affiant’s full knowledge and belief 
as to the circumstances and conditions under which 
stockholders and security holders who do not appear 
upon the books of the company as trustees, hold stock 
and securities in a capacity other than that of a bona 
fide owner; and this affiant has no reason to believe 
that any other person, association, or corporation has 
any interest direct or indirect in the said stock, bonds, 
or other securities than as so stated by him. 

5. That the average number of copies of each issue of 
this publication sold or distributed. through the mails 
or otherwise, to paid subscribers during the twelve months 
preceding the date shown above is. (This information 
is required from daily publications only.) 

D. C. McGRAW. Secretary. 

McGRAW-HILL PUBLISHING COMPANY. INC. 

Sworn to and subscribed before me this 25th day of 
September, 1939. 

[SEAL] H. E. BEIRNE, 

Notary Public, Nassau County. Clk’s No. 84. N. Y. 
Clk’s No. 98, Reg. No. 0-B-90. 

(My commission expires March 30, 1940) 
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Sales Opportunities 


Fort Wayne, Inp.—Indiana_ Service 
Corp., Fort Wayne, plans extensions in 
2300-volt primary line at Churubusco 
(Whitley County) and vicinity, including 
distribution lines at latter place. Also will 
make expansion and improvements in 
power substation in that area, including 
installation of additional equipment. 


Muscatine, lowa—Board of Water and 
Light Trustees receives bids until October 
21 for transformers and accessory equip- 
ment for municipal electric power station, 
where expansion program is under way. 
Stanley Engineering Co., Muscatine, is 
consulting engineer. 


BONNEVILLE, OreE.—United States Engi- 
neer Office, Bonneville, receives bids until 
October 20 for control switchboards for 
steps II and III, Bonneville hydroelectric 
project, including one benchboard section 
for station units Nos. 5 and 6, four genera- 
tor control cubicles, for call annunciators 


and one lot of miscellaneous apparatus 
(Circular 38). 


San Dteco, Caurir.—Consolidated Air- 
craft Corp., 3302 Pacific Highway, San 
Diego, plans installation of motors and 
controls, power substation apparatus, reg- 
ulators, conveyors, electric hoists and other 
equipment in new aircraft-manufacturing 
plant on local tract of about 17 acres of 
land, recently secured through lease with 
city. It will consist of several large pro- 
duction units with facilities for parts 
manufacture and assembling. Cost reported 
over $600,000. Edward Cray Taylor, 803 
West Third Street, Los Angeles, Calif., is 


architect. 


St. Marys, On10o—Department of Public 
Service, B. H. Hoewischer, director, plans 
extensions in 6900-volt primary line from 
municipal electric power station to site 
of new plant of Goodyear Tire & Rubber 
Co., near city, which will secure service 
from municipality. Company will build 
power substation for line terminus at mill. 
As recently noted in these columns, new 
plant will represent investment of about 
$1,000,000. Erection contract has been 
awarded to Clemmer Construction Co., 
Akron, Ohio, and work on mill is being 
placed under way. Municipality will ask 
bids soon for power line construction. 


Austin, Tex.—Lower Colorado River 
Authority, Littlefield Building, Austin, asks 
bids until October 25 for power house at 
Marshall Ford dam, as per plans and 
specifications on file. 


Omaua, Nes.—Nebraska Power Co., 
Omaha, plans extensions in transmission 
lines for connection with high-tension sys- 
tem of Loup River Public Power District, 
Columbus, Neb., with which contract has 
been made for purchase of power. Ter- 
minal switching station will be installed 
for this service. Power source also will 
include Central Nebraska Public Power 
District, Hastings, Neb., and Platte Val- 
ley Public Power District, Sutherland, 
Neb., and line connections similarly will 
be made with these systems. 


Cuarveston, S. C.—Rathborne, Hair & 
Ridgway Co., 1440 West Twenty-first 
Place, Chicago, Ill, manufacturer of 
wooden packing and shipping cases, plans 
installation of motors and controls, con- 
veyors, transformers and accessories, and 
other equipment in proposed new branch 
mill at Charleston, for production of paper 
boxes and containers. Negotiations are be- 


ing concluded for lease of tract of about 
36 acres of city-owned land for plant site. 
A power house will be built. Proposed to 
begin work soon. Entire project will cost 
close to $450,000. 


Rosstown, Tex.—City Council receives 
bids until October 19 for extensions and 
improvements in municipal electric power 
plant, including installation of gas-driven 
diesel engine unit direct-connected to 
2400/4160-volt, three-phase, 60-cycle gen- 
erator, with V-belt driven exciter and 
complete auxiliary equipment. Also for 
pumps, cooling tower and miscellaneous 
electrical apparatus. Garrett Engineering 
Co., 918 Richmond Avenue, Houston, Tex., 
is consulting engineer. 


Kansas City, Mo.—American Com- 
pressed Steel Corp., 1300 Woodrow Street, 
Cincinnati, Ohio, plans installation of an 
electric furnace unit, motors and controls, 
conveyors, electric hoists and other equip- 
ment in new branch mill in Woodswether 
district, Kansas City, for processing light 
steel scrap into steel specialties. Site is 
being secured. Cost reported close to 
$200,000. 


SEATTLE, WasH.—City Lighting Depart- 
ment has plans under way for two new 
outdoor-type power substations in Laurel- 
ton and Magnolia districts, respectively, 
each estimated to cost close to $50,000, 
with transformers and accessories. Also 
plans extensions and improvements in pres- 
ent power substations at Fremont, Ballard 
and Hillman, with installation of additional 
transformers, switchgear and _ auxiliary 
equipment. Cost close to $80,000, with line 
extensions. 


Cayuca, Tex.—Tide Water Associated 
Oil Co., Esperson Building, Houston, Tex., 
and 17 Battery Place, New York, N. Y., 
plans installation of motors and controls, 
conveyors, air compressors, electric pump- 
ing machinery and other equipment in new 
oil refinery and recycling plant at Cayuga, 
where tract of land has been secured. 
Entire project will cost about $1,500,000. 


Brooxtyn, N. Y.—Signal Corps Pro- 
curement District, Army Base, Fifty-eighth 
Street and First Avenue, Brooklyn, re- 
ceives bids until October 20 for quantity 
of dynamotors in lots of 20 to 80; also 
for dynamotor units in lots of 200 to 700, 
and quantity of spare parts (Circular 88). 


Tacoma, WasH.—Light Division, Utili- 
ties Department, has plans nearing com- 
pletion for new power substation in Fort 
Lewis district and proposes to begin work 
soon. Cost estimated close to $67,000 and 
appropriation in that amount has been 
arranged. 


August Electric Sales Up 


Total sales of energy to ultimate 
consumers by eleven large electri¢ 
utilities in the State of Illinois 
amounted. to 616,264,560 kw.-hr. m 
August, as compared with 567,195,946 
kw.-hr. for the same month last year, 
according to the Illinois Commerce 
Commission. This is an 8.7 per cent 
increase in sales. 
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